12       DOCKETED ITEMS
-8503140079 Notice of violation from insp on 841121-850116. NORELIUS.C.E. Region 3, Office of Director. 85/02/13. 2pp. 29381:003-29381:004.
-8503140085 Insp Rept 50-155/84-17 on 841121 -85011 S.Noncompliance noted: failure to perform surveillance of reactor depressurization sys & failure to make timely notification. BOYD.D.C. Region 3, Office of Director. 85/02/11. 13pp. 29381:005-29381:017.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-rnens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response {Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503010448 IE tnfo Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, inc. 108pp. 29481:301-29482:044.
DOCKET 50-160 GEORGIA INST. OF TECH. RESEARCH REACTOR
P. Operating license stage documents & correspondence
8503250178 Forwards Amend 6 to License R-97 & safety evaluation.Amend authorizes possession,but not use.of fuel from AGN-201 reactor,License R-111. THOMAS.C.O. Standardization & Special Projects Branch. 85/03/14. KARAM.R.A. Georgia Institute of Technology, Atlanta, GA. 3pp.
-8503250182 Amend 6 to License R-97,authorizing possession of fuel from AGN-201 reactor.License R-111 & changing Tech Spec to show modified organizational structure for mgt of Nuclear Research Ctr. THOMAS.C.O. Standardization & Special Projects Branch. 85/03/14. 13pp.
-8503250185 Safety evaluation supporting Amend 6 to License R-97. *  Office   of   Nuclear   Reactor   Regulation,   Director.   85/03/14.   2pp.   29497:045-29497:046.
8503270032 Forwards Insp Rept 50-155/85-03 on 850211-14 & 20.No noncompliance noted.Notice of deviation encl.
PAPERIELLO.CJ. Region 3, Office of Director. 85/03/01. DEWITT.R.B, Consumers Power Co. 2pp. 29528:257-29528:267.
-8503270035 Notice of deviation from insp on 850211-14 & 20. * Region 3, Office of Director. 85/03/01.1 p. 29528:259-29528:259.
-8503270037     Insp     Rept    50-155/85-03     on    850211-14    &    20.No    violation identified.Deviation noted:failure to fully implement corporate radiation safety plan. LOVENDALE.P.C., NICHOLSQN.N.A., GREGER.LR. Region 3, Office of Director. 85/ 03/01. 8pp. 29528:260-29528:267.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018, "Failures of UndervoJtage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings.   Svc list encl.
JORDAN.E-.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect" Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
R, Periodic operating reports & related correspondence
Q. Inspection reports, IE Bulletins & correspondence
8503060848 Discusses policy re proprietary review of insp repts. Licensee responsible for informing inspector if matls considered proprietary.
OLSHINSKI.J.A. Region 2, Office of Director. 85/02/06. KARAM.R.A. Georgia Institute of Technology, Atlanta, GA. 1p. 29252:342-29252:342.
DOCKET 50-163 GA TECHNOLOGIES
R. Periodic operating reports & related correspondence
8503040204 Annual rept of operating experience,changes in facility design,performance characteristics.operating procedures re reactor safety & results of surveillance tests & insps.for 1984.
MOWRY.W.R. GA Technologies, Inc./Qeneral Atomic Co. 85/02/25. THOMAS.C.O.   Standardization   &   Special   Projects   Branch.   12pp.   29184:164-29184:175.
DOCKET 50-166 UNIV. OF MARYLAND RESEARCH REACTOR
Q. Inspection reports, IE Bulletins & correspondence
8503260449 Forwards Exam Rept 50-166/85-01 of exam administered during wk of 850219.
WENZINGER.E.C. Region 1, Office of Director. 85/03/18. KERR.F. Maryland, Univ. of, College Park, MD. 2pp. 29504:330-29504:333.
-8503260451   Exam   Rept   50-166/85-01   of  exam  administered  on  850220.Exam results:one senior reactor candidate passed oral exam & license issued. DUDLEY.N.F., KELLER.R.M., KISTER.H.B. Region 1, Office of Director. 85/03/14, 2pp. 29504:332-29504:333.
V. Operator Examinations
8503260449 Forwards Exam Rept 50-166/85-01 of exam administered during wk of 850219.
WENZINGER.E.C. Region 1, Office of Director. 85/03/18. KERR.F. Maryland, Univ. of, College Park, MD. 2pp. 29504:330-29504:333.
-8503260451   Exam   Rept  50-166/85-01   of  exam   administered   on  850220.Exam resultsrone senior reactor candidate passed oral exam & license issued. DUDLEY.N.F.,  KELLER.R.M., KISTER.H.B. Region 1, Office of Director. 85/03/14. 2pp. 29504:332-29504:333.
8503140537 "Annual Operating ReptOccupational Exposure,1984." W/850228 Itr. FRISCH.R.R. Consumers Power Co. 84/12/31. KEPPLER.J.G. Region 3, Office of Director. 5pp. 29376:330-29376:335.
8503180180 "Semiannual Effluent Rept,Jul-Dec 1984." W/850228 Itr. FRISCH.R.R. Consumers Power Co. 84/12/31. KEPPLER,J.G. Region 3, Office of Director. 12pp. 29421:077-29421:088.
8503180131 Monthly operating rept for Jan 1985.W/undated Itr. BALCH.L.L,  HOFFMAN.D.P.  Consumers   Power  Co.  85/01/31.  5pp.  29421:035-29421:039.
S. Reportable occurrences, LERs & related correspondence
8503060406 LER 85-001-01 :on 850105,reactor scrammed at low power.Caused by electrical noise on Channels 1 & 2 picoammeters.W/850225 ttr.
ALEXANDER.R.J., FRISCH.R.R. Consumers Power Co. 85/02/25. 3pp. 29250:282-29250:284.
V. Operator Examinations
8S03180235 Forwards best estimate of need for operator licensing exams & requalifica-tion exams for next 4 yrsjn response to 850129 request.
KUEMIN.J.L Consumers Power Co. 85/03/13. Office of Nuclear Reactor Regulation, Director. 3pp. 29386:239-29386:241.
DOCKET 50-168 BABCOCK & WILCOX TEST REACTOR
F. Security, medical, emergency & fire protection plans
8503130593 Responds to 850221 request for approval of route for transportation of spent reactor fuel.Approved spent fuel route survey from Columbia,MO to Idaho Falls.lD encl.
SHERR.T.S.     Material     Transfer     Safeguards    Licensing     Branch.     85/03/06. HULTSCH.R.A. Missouri, Univ. of, Columbia, MO. 17pp. 29360:046-29360:062.
DOCKET 50-170 NATIONAL NAVAL MEDICAL CENTER
F. Security, medical, emergency & fire protection plans
8503080273 Forwards revised Armed Forces Radiobiology Research Inst emergency plan.Changes reflect correct alarm points as operationally set,currentTy &. historically.on stack gas monitor.
ADCOCK.B.R. Defense, Dept. of, Defense Nuclear Agency. 85/03/05. Record Services Branch (Document Control Desk). 1 p. 29275:028-29275:034.
-8503080280 Revised emergency  plan for Armed  Forces Radiobiology Researcft lnst,ref lecting correct alarm points as operationally set,currently & historically.on stack gas monitor. REESE.H.L. Defense, Dept of, Defense Nuclear Agency, 84/04/12. 6pp. 29275:029-orms of plan to recommend RES change regulations to expressly forbid facial hair in seal area of tight fitting respirators. Encl OSHA interpretation of 29CFR1910.134(6)(5) (i) prohibits facial hair in seal area. BAER.R.L Engineering & Generic Communications Branch. 84/11/02. BELLAMY.R.R.  Division of Engineering & Technical  Programs. 5pp. 29465:134-29465:138.
